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Message Text 

UNCLASSIFIED 

PAGE 01 VIENNA 03673 2I00I3Z POSS DUPE 
ACTION OES-07 

INFO OCT-OI EUR-I2 ISO-00 10-14 ACDA-12 CIAE-00 INR-IO 
L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 DODE-00 
SS-I5 SP-02 CEQ-OI OIC-02 /lOI W 

II38I4 22I935Z/53 

R20I222Z APR78 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 6034 
INFO USDOEHQ WASHDC 
USDOEHQ GERMANTOWN 

UNCLAS VIENNA 03673 

USIAEA 

DEPT PASS lO/SCT 

DOE PASS AMMONS AND MCCLARY, lA 
E.O. 1 1652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA INTERNATIONAL WORKING GROUP ON RELIABILITY 
OF REACTOR PRESSURE COMPONENTS, INNSBRUCK, AUSTRIA, 

NOVEMBER 22-24, 1978 

1. MISSION HAS RECEIVED AGENCY LETTER NOTING THAT 1978 
ANNUAL MEETING OF SUBJECT WORKING GROUP WILL BE HELD IN 
INNSBRUCK, AUSTRIA, AND INQUIRING WHETHER U.S. MEMBER OF 
THIS GROUP, L. E. STEELE, PLANS TO ATTEND. IF STEELE IS 
UNABLE TO ATTEND, AGENCY WOULD APPRECIATE ALTERNATIVE 
NOMINATION OF EXPERT TO ATTEND THIS MEETING. 

2. COPY OF AGENCY LETTER POUCHED MCCLARY/DOE. PLEASE 
ADVISE. KIRK 
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